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CHANGES WAR DEPARTMENT, No. 1 WASHINGTON 25, D. C., 16 October 1944.

TM 11-965, March 1944, is changed as follows:



Section IV MAINTENANCE

'Note. Failure or unsatisfactory performance of equipment will be reported on W. D., A. G. O. Form No. 468. If this form is not available, see TM 38-250.


	11. INSPECTIONS. The rectifier should * * * the rectifier disks. Keep the battery * * * to prevent corrosion.

	11. 1. LUBRICATION. (Added.) The only parts of Rectifier Power Unit PP-34/MSM which require lubrication are the motor bearings of the ventilating fan.

	a. The lubricants required are as follows:









	Symbol
	
	Standard nomenclature
	Specification




	PS Oil,
	lubricating
	preservative,
	U.S. Army 2-120.



	
	special.
	
	






	OE 10__- Oul, engine SAE 10_______----- U.S. Army 2-104B. OE 30___ Oil, engine SAE 30_______-- _.. U.S. Army 2-104B.

	b. Use PS in temperatures below 0° F.; OE 10 in temperatures between 0° F. and 32° F.; and OE 30 in temperatures above 32° F.

	c. Apply 4 to 6 drops of oil after every 1,024 hours of operation or every 6 months, whichever occurs first. The oil holes are indicated by the word owl, with an arrow pointing to the hole.



Note.—Be sure to remove the fan motor housing to reach the spring cap oiler located at the rear bearing of the motor.
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18. LIST OF MANUFACTURERS. Rescinded.

[A. G. 300.7 (11 Aug 44).] |

By ORDER OF THE SECRETARY OF War:

G. C. MARSHALL, |

Chief of Staff.

J. A. ULIO, Mayor General, The Adjutant General.



DIsTRIBUTION:

As prescribed in paragraph 9a, FM 21-6: Armies (Sig) (5); Sv C (Sig) (5); Depts (Sig) (5); Def C (Sig) (2); D (2), IC 11 (5); Tech Sv (2); Arm & Sv Boards (2); Posts, Camps & Stas (2); ROTC (5); Sp Sv Schs (10); T of Opns (5); Base C (5); Sig C Dep (2); Gen Oversea, SOS Dep (Sig Sec) (2); Sig C Labs (2); Sig C Rep Shs (2); PE (Sig) (2).

IC 11: T/O & E 11-7, 11-16, 11-47, 11-57, 11-75, 11-107, 11-127, 11-5378, 11-587, 11-617.

For explanation of symbols, see FM 21-6.
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TM 11-965, War Department Technical Manual, Rectifier Power - Unit PP-34/MSM, is published for the information and guidance of all concerned.

[A.G. 300.7 (11 Jan. 44).]

By ORDER OF THE SECRETARY OF WAR:

G. C. MARSHALL, Chief of Staff.

OFFICIAL:

J. A. ULIO, Major General, The Adjutant General.

DISTRIBUTION:

IC 11(10).

(For explanation of symbols see FM 21-6.)
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Public domain (U.S. Government work). Mirrored by T.REX ARMS.
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